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pH Test 


Sample 

pH 

Temp a C 

Date/Time 

pH 7 buffer check 

6.989 

23.9 

10/10/97 08:11 AM 

blank non-smoked (Whatman) 

7.962 

23.9 

10/10/97 08:20 AM 

pH 7 buffer check 

6.990 

23.9 

10/10/97 08:26 AM 

IM #16(1) unwashed 

5.376 

23.9 

10/10/97 09:31 AM 

pH 7 buffer check 

6.985 

23.9 

10/10/97 09:37 AM 

IM #16 (2) unwashed 

5.352 

23.9 

10/10/97 09:46 AM 

pH 7 buffer check 

6.983 

23.9 

10/10/97 09:52 AM 

IM #16 (3) unwashed 

5.379 

23.9 

10/10/97 10:06 AM 

pH 7 buffer check 

6.983 

23.9 

10/10/97 10:12AM 

IM #16 (4) unwashed 

5.313 

23.9 

10/10/97 10:23 AM 

pH 7 buffer check 

6.984 

23.9 

10/10/9710:29 AM 

IM #16 (5) unwashed 

5.299 

23.9 

10/10/97 10:42 AM 

pH 7 buffer check 

6.982 

23.9 

10/10/9710:48 AM 

IM#16 (1) washed 

5.353 

23.9 

10/10/9711:02 AM 

pH 7 buffer check 

6.979 

23.9 

10/10/9711:08 AM 

IM #16 (2) washed 

5.374 

23.9 

10/10/9711:19 AM 

pH 7 buffer check 

6.980 

23.9 

10/10/97 11:25 AM 

IM #16 (3) washed 

5.364 

23.9 

10/10/97 11:34 AM 

pH 7 buffer check 

6.983 

23.9 

10/10/97 11:43 AM 

IM #16 (4) washed 

5.353 

23.9 

10/10/97 11:52 AM 

pH 7 buffer check 

6.982 

23.9 

10/10/97 11:58 AM 

IM #16 (5) washed 

5.339 

23.9 

10/10/97 12:06 PM 

pH 7 buffer check 

6.980 

23.9 

10/10/97 12:12 PM 
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